187) Ore Ri I SATE 
FY 0 ca, as ¥ be 


=f Coring Rod, 
on for Tipers 


NOSL78, 


DEG U2, 
SPECIFICATION. 


W7i, 
ASCOUGH'S 


AD. 


a@ 


ea] 


sS 
= 
s 
= 


’ SWB 


WS 


Fe 


